
BARSTOW /aAve/opct <®> 

1261 W. Main Street on West Highway 66 & 91; 
off Hwy 466 turn right on Hwy. 66 
BARSTOW, CALIFORNIA 
Phone CLinton 6-6817 

Cooled by Refrigeration, Heated Pool, Radio 
and TV. 

Member of California Motel Assn., 
Member AMHA 
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ADDRESS 


A Member of The World’s Largest Network of Fine Motels 













